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E.O. 11652: N/A 
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SUBJECT: PDI MONITORS, OMNI-SPECTRA TEST RESULTS 

1. TESTS OF ALL 18 OMNI-SPECTRA ALARM SYSTEMS AND 5 PDI MONITORS 
COMPLETE 21 AUG 74. 

2. ALL OMNI SPECTA TRAMSITTERS AND RCVERS CHECK OK IN EACH 
SUBCARRIER MODE. POWER SUPPLIES AND BATTERY PACKS GOOD. 

3. ONE MODEL 801 (SER. NO. F05407) PDI OPERATED NORMALLY FOR 
FOUR MINUTES THEN WENT INTO CONTINUOUS ALARM. DETECTORS WERE 
SWITCHED WITH NO CHANGE IN MONITOR STATUS - OTHER PDI MONI- 
TORS WERE FUNCTIONING NORMALLY WITH SAME DETECTORS. ALL MANUFACTURER 
INSTRUCTION WERE FOLLOWED EXPLICITLY. REQUEST SHIPPING INSTRUCTIONS 
(RETURN TO SY/T OR PULSE DYNAMICS FOR WARRANTEE REPAIR). 

4. ALL THREE REMAINING MODEL 801 PDI MONITORS CHECK OK. MODEL 803 
OK. POWER SUPPLY TRANSFORMERS FOR PDI WERE WIRED FOR 220 VAC NOW 
CHANGED BY RTC TO EITHER 220 OR 1 10. GODLEY 
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